Amplifier Catalog 


VHT is a name with a history of quality. First introduced to the world almost 20 years ago, VHT 
has become synonymous with excellent tone and boutique style. VWWhen we began to add more 
variety to the VHT sound palette, we knew that people wouldn't be satisfied with standard run-of- 
the-mill designs or mediocre quality. We wanted to create amplifiers that were truly capable of 
enhancing players’ creativity by offering versatile, expressive products that are useful and great 
sounding for any style of music. We did our initial R & D by researching classic American tube 
amplifier designs, from companies like K&F, Fender, Gibson, and Magnatone and then went on to 
explore some of the classic designs by Vox, Hiwatt and Marshall. Inspired by some of the most 
historic and sought-after amp tones on the planet, the VHT engineering team worked tirelessly to 
design and assemble what we believe to be some of the best tube amplifiers available. 


We began developing the new VHT sound with full understanding that to build the best amps we 
needed to begin with components that worked exceptionally well together. Our VHT designers 
focused on outfitting our amps with only carefully selected quality parts. Our top-of-the-line hand- 
wired tube amplifiers are assembled in our design workshop in Brisbane, CA, USA, just south of 
San Francisco. Once we've put them together with our own hands, each amp is subjected to ex- 
tensive testing and examination, to make sure only the finest VHT products make their way to you. 
At VHT we take tone very seriously. This isn’t a hobby, this isn’t a job; it’s more like a calling, or an 
obsession with making amazing tone available to everyone. 


The Standard Series 


The Standard 12 

The Standard 18 

The Standard 18 Head 

The Standard 36 Head 

The Standard 1X12 Cabinet 
The Standard 2X12 Cabinet 


VHT Handwired heads and cabinets represent the 
best combination of expressive sound, hand-assembled 
boutique quality and road-ready reliability available. 
Designed and assembled in the USA, these amplifiers 
simply sound great. 


The Standard 12 


The Standard 12 amplifier is handwired in our workshop just outside of San Francisco. 
It is put through a rigorous process of testing and tuning to insure exceptional quality in 
design and assembly. It was specifically designed with simplicity in mind, for players who 
want to just plug in and sound great. 


The Standard 12 has that classic American amp sound with a warm tone and strong 
mid-range that really sings. 


VOLUME 1 VOLUME 2 


12 Watts RMS 
2x 6V6 Power Tubes 

1x SYS8GT Rectifier Tube 

2x 12AX7 preamp tubes for Dual Inputs 

1x 12” Celestion G12HS30 Speaker 

High Grade 1 1-ply Finger-Jointed Birch Cabinet 
Handwired in the US 


The Standard 18 


This unique 2-channel amplifier gives players amazing versatility with its expressive 
sound and rich harmonics. With a classic British-sounding amp voice, characterized by 


its harmonic complexity the Standard 18 is limited only by the player's creativity. 


Assembled with a Celestion G12HS0O speaker, the Standard 18 is articulate, powerful 
and great sounding. Like all Standard Series amps, the Standard 18 is handwired and 


rigorously tested in our new Bay Area workshop. 


18 Watts RMS 
2x EL84 Power Tubes 

3x 12AX7 Preamp Tubes 

1x 5Y3GT Rectifier Tube 

1 Tone Channel and 1 TMB Channel 

Master Volume 

High Grade 1 1-ply Finger-Jointed Birch Cabinet 
Handwired in the US 


The Standard 18 Head 


The Standard 18 Head has the same amazing tone as our Standard 18 combo, but 


gives you the option of paring it with the cabinet of your choice. 


The two distinct channels give you a wide variety of tonal possibilities. Like all Standard 
Series amps, the Standard 18 Head is handwired and rigorously tested in our Bay Area 
workshop. 
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18 Watts RMS 

2x EL84 Power Tubes 

3x 12AX7 Preamp Tubes 

1x 5Y3GT Rectifier Tube 

1 Tone Channel and 1 TMB Channel 
Master Volume 

Handwired in the US 
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The Standard 36 Head 


The Standard 36 Watt hand wired tube head has a complex tone with articulate 
highs but adds raw power with its tight, focused lows. The Standard 36 is impres- 
sively powerful and has an amazing touch sensitivity and expressive sound that you 
can only find in handmade boutique amps. 


Assembled in our new San Francisco workshop, the Standard 36 Head is put through 
a rigorous process of testing and tuning to give you the best versatility, quality and 
reliability. 
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36 Watts RMS 

4x EL84 Power Tubes 

3x 12AX7 Preamp Tubes 

1 x SU4GB Rectifier Tube 

1 Tone Channel and 1 TMB Channel 
Master Volume 

Handwired in the US 
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The Standard 1x12 Cabinet 


The Standard cabinets are made from high-grade birch ply that is finger-jointed at the 


seams for optimal resonance. Assembled with Celestion speakers, and covered in black 


tolex with a fine-grained wood veneer faceplate, these cabinets have a powerful, reso- 
nant sound, perfect for our Standard Series heads. 


30 Watts @ 8 Ohms 

1x 12” Celestion G12H30 speaker 

High Grade 1 1-plyFinger-Jointed Birch Cabinet 
Black Tolex Covering 
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The Standard 2x12 Cabinet 


Similar to the 1x12 Standard cabinet, our Standard Series 2x12 cabinets are made 
from high-grade birch ply, finger-jointed at the seams for optimal resonance. Assembled 
with Celestion speakers, and covered in black tolex with a fine-grained wood veneer 


faceplate, these cabinets have a powerful, resonant sound, perfect for our Standard 
Series heads. 
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60 Watts @ 16 Ohms 

2x 12” Celestion G12HSO speaker 

High Grade 1 1-ply Finger-Jointed Birch Cabinet 
Black Tolex Covering 
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The Classic Series 


Classic 6 
Classic 18 


VHT Classic Series amplifiers are built specifically for players who 
are looking for classic tube tone in historic boutique designs. 
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Classic 6 


Class A, dime n’ play. The Classic 6 is a single-ended Class A amp with a ton of character, punchy 


mids and just enough shimmering top end for chiming clean tones and searing tube saturation. 


POWER STANDBY 


6 Watts RMS from 1 6V6 Tube 
1 12AX7 Preamp Tube 

1x 12” VHT Special Design Speaker 
High Grade 1 1-ply Finger-Jointed Birch 
Plywood Cabinet Covered in Black Tolex 
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The Classic 18 


The Classic 18 is a vintage-style single channel Class A/B amplifier assembled with a Celestion 
Greenback. Full of classic character and amazingly touch-sensitive, this amp can go from soft to 


loud with a simple adjustment from your guitar’s volume. 
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STANDBY POWER 


18 Watts RMS from 2 EL84s 
2 12AX7 Preamp Tubes 

1x 12” Celestion Greenback Speaker 
Accutronics Spring Reverb 

High Grade 1 1-ply Finger-Jointed Birch Plywood 
Cabinet Covered in Black Tolex 


23 


The Lead Series 


Lead 20 
Lead 40 


VHT Lead Series amplifiers offer players traditional high-gain 
style crunch with crystalline 80's style clean tone. 
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Lead 20 


The Lead 20 is a 2-channel high gain amp capable of loads of crunchy tube distorted 
tones. With a little volume adjustment from the guitar, these amps can soothe or sear 


without changing channels. 


20 Watts RMS from 2 EL84s 
4 12AX7 Preamp Tubes 
1x12” Celestion G12H30 at 16 ohms 
Accutronics Reverb 

Clean and Overdrive Channel 

High Grade 1 1-ply Finger-Jointed Birch 
Plywood Cabinet Covered in Black Tolex 
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Lead 40 


The Lead 40 Is a classic 40 Watt 2x12 combo, great for chunky palm muted chords and 
sparkling clean tones. With traditional American-style warmth and clean tone, combined 


with a British crunch, this amp is an excellent choice for all musical styles. 


40 Watts RMS from 4 EL84s 
4 12AX7 Preamp Tubes 
1x12” Celestion G12H30 at 16 ohms and 
1x12” VHT Special Design at 160hms 
Accutronics Reverb 

Clean and Overdrive Channel 

High Grade 1 1-ply Finger-Jointed Birch Plywood 
Cabinet Covered in Black Tolex 
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The VHT Custom Amp Shop 


The VHT Custom Amp Shop can build your 
dream tone machine. Guitarists have long 
asked for the ability to help in the design 
and appearance of their stage gear, and 
VHT gives you the option to customize your 
own handwired amplifier. 


Choose from a variety of speakers, trans- 
formers, colors and custom knobs. Let the 
designers and builders at VHT help you 
realize the tone you've dreamed of your 
entire life. 
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We understand that an amplifier is basically the sum of its parts. We didn’t want to blindly adhere to 
the conventional wisdom of the past, but instead we wanted to achieve timeless tones and expressive 
versatility using modern design techniques and components. VHT is one of the few builders in our 
class who make amps that are really simple. Our approach has always been that “less is more.” This 
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the simple signal path - from the player, to the instrument, to the amp, to the world. 


By keeping it simple, we are able to offer players the opportunity to hear their true tone coming 
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been to let the individuality of each player shine through. Our amps really do sound like the person 
playing them. We want you to hear the sound of your guitar, your pickups, your style, and ultimately, 


your tone. When you play a VHT, our goal is for you to hear yourself like never before. 


VHT. It’s your tone. Qwn tt. 
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www.vhtamp.com 


